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1. The establishment of the penicillin industry in the U...o,.. 
bean witn Aaerice in assistance in L946, ‘he first plant was 
sstablished in Moscow, ‘The Soviel penicillin production 
started first oa stall scale in late 147 or early 1S4t. 

A number of additional installations were cut into opcra- 
tion in 194&/1949 and sroduction was considerably increased, 

--It rose seven and a half tines from 1942 to 1949, according 
to the press, At present toe followin;, seven nenicillin 
factories have veen identified in the U.5.S.k. 


a. gover dlov Chemical Pharsaceutical factory in niev ‘ 
(50° 27'31/30°32°E) . 


>, fenicillin ?actory in seninakan (13°50'). 
c, Fenicillin factory in Minsk (53°50'N/27935 'x) 


dad, Fenicillin braneh plant of the Jutyrski Aniline 
Dye Factory to 40. 


e, Yenielllin Factory of tie Karpov Chenicel Fhar- 
maceutical Fiant. 


f, Fenicillin “actory in Riga (56°5€°N/24906'8), 


@ Penicillin Yactory in Sverdlovsk (56°56 11. 60° 40'E), 
Part of the plant started production in “arcn 1940, 


According to unconfirmed information an additional 
penicillin fnotery 4s said to be in tne Bar ast, possibly 
Vladivostok (43° 09°N/131°50'L},. No infonuation is 
siiabhe on the absolute cuantity of produetien: 
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Aecording to one source, venicillin was issued in a 
hospital only in c.erjency cases, 16 cu ve inferrcd frou 
tuis tiat penicillin production in tue Used. is at 
least frr belo. uetual recuirenents, In culy 1945, 

a Geren chanist made a staterent on Luc cuality of tue 
nenieLilin produced in the U.o.o.4. in whieh ae weadae- 
tained tnat tue use of Sovicl penicillin was wituout 
resuit in tro sericus cases of purulent inilammation of 
tne Lungs. ‘The subsecuent use of smerican peniciliin 
resuitcd in tne improvement aud comalete recovery of 
both patients within - mort time. At present it 

cannot be detenained wnethor this was an individual 
ease of adusteration of medicarects, tie utilization 

of wasbe penicillin production, or a penaral defect in 
Soviet nenicillin oroduction. & 


individual F-lants. 
2, Sverdiov renicillin Factory in tiev. 


a, Location and plant aistory: This fuctary is locatec 
in the Sverdlov Chenical thamsaceuticsi vactory on 
saksayanskaya Street at tue corner of tue olepanovo 
Street, about 400 xeters ncrthcass of tue nada rais- 
road tations {.} Tne plant was restored after tu. 
war anc sorarently in. ediately srepared for senicil-~ 
lin: -roduetion. buiiding was stiil under way dn 
way LG&E Yreration wae scneduled to bezin ia Utho= 
ner 1548 out did not actuaily start before april 
19k9, In Leky, the aana,enent cf tue plant was tne 
responsibility of voviet Caiel “ngineer Atk (inu), 
and Uepuby Gncineer sindinder (inu). 


b. Area and plant insvallation: ihe piant covered 
an area of about 1cG x 100 meters. 


c. Froduction: fenledllin is produced, and also 
insuiin, Tne Latter production is deduced from the 
use of frozen meat 4s basic sateriai. bo oroduction 
figures are kuowni. ‘Production started in apris LOBE » 
dg. Labor forces About 100 voviets and acO bas were 
working in one shift, during tae reriod of piant re~ 
construction. Ne ficures are available on tae Labor 
force recuired lor oresent production. 
6. VFower sugply: rower was sutolied by tne municipal 
power sLant, 
3, bLeninakaa cenicillin ‘Sactery. 
One voviet press report on trls plant atated it was under 
construction in «mril itde. 
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4. Mines ceniciilin cactory. 


a, wsoceation and plant uistory: It is new construc- 
tion on Uarsaw Street at the comer of Juradissaya, 

600 eters northeast of tae Lreigit station. (és 

at oresent it cannot be delernined whetner or not it is 
the fomer winsk vhe.deal on ormaceuticsl *actory, 

used for tae production of paaruaceuticais and veteri- 
nary wedical compounds, Fart of tue plant started sro- 
duction in late 154. Ib was stili partly undcor con 
struction in Aprii 1949, In wsren L465, ti. plant vas - 
mnannazed by vuiief ongineer .crs«i (fnus. 


b. «rca and plant Instaiistions: The clant covers an 
area of about 130 x 100 meters, 


¢, Froduction: tenicillin is produced. ho lizsures 
are available, cartetime production started in late 
LSLé. 


d. Labor foree: No figures are avaiiable, 


@, “ower succly: iower was supplied fron Loe aunici- 
bei gower plant, : 


5S. ie@nieiliin branch plant of tue sutyrski Aniline save Face 
tory No 40. 


a. Location and plant history: The penicillin plant 
is a branch of the well-known aniline Factory, s«accord- 
ing to the sources, the plant was built either on the 
site of the old factory or immediately next to it. an 
exact location is not available.{3) Part of the plant 
was put into operation in late 1947. A large extension 
building was still under construction early in 1949. 


bo arey and viant jastaliations: No infor..ation is 
avaliabie, 


¢. Froduction: lenieillin. aco figures are available, 
rroduction started in late 1947. 


d, Labor forces Troehundred and filty workmen were 
enployed in toe -eniciliin factory. 


6 renicillin factory of the Karpov vhemien]l rharmaceutical 
Flant in Maseov, 
a. Location and olant nistory: Tne penicillin Lactory 
is « brancn of tae well-knove Kerpov vhenical Piant in 
the suutheastern part of Moscow. (4) The senicillin 
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factory was set up in the building of an old 
industrial instaiiation during 1547/L94¢@. The siant 
wae in fuil operation in Vauary L945. 


b. “rea and »lant installations: Tue plant covers 
an area of about 15C x 1:0 seters, 4 spur track, 
comings Trac the north to tne paanit, was under con- 
struction in mid-Lo4¢, 


©. rYoduction: tveniciliin, to figures are avail- 
able, Production started in mid-Ly4c. 

a Labor force: wstinated at Live tc six nundred 
people, of which: fitty p»ercent were vwouen, 


€. tower sup:ly! bower is supplied by tuc «oscow bower 
Plant througn the transformer station in the oLant. 


7, thga Fenicillin Factory. 
aA, wocation and piant history: ihe Zolioving poiats 
orient the location of the Lactor,: on soscow Street 


vowards the Oauvava “iver, 500 .eters southeast of 
the Jaugava Aiver bridje, opposite Lic synaverae.(5) Tne 


construction of the plant started in i.te iS4s/early 
Los6. The riant prcsucably was completed in LYAG. wm 


b, srea and ;lant insia:lations: Lhe slant covers an 
area of about 1.0 x 7. meters, 


¢, Production: fenicillin, ho firures are avaisaole. 
Vart-tice production started in say L.4e. Cui woins 
shimaents left in round, brown <50-cu.e: bottles, 


d. babor force: No fiyures are avetiable. 


@. ‘ower supply: fower is supplied trom tae wivu Fower 
Plant throug tie transformer station in the Pb 


& overdlovsk renicillin factory, 
It is known only from tie Soviet press taat tiis psant was 
still under construction early in thé, owever, part ol 


tne Installation was put into operation. ine first penieil- 
din delive:ies could uave been mauve on <u waren 1440, 


(lj For sketcn see snnex 1 
(2) "or sketches of tais plant Installation, see Aanexes < and 3. 
(3) An asrial puoto raph of << august 1943 Indicates tuat there 


SACMUTACONTRGL/US GFFICLALS UNe 


Approved For Release 2001/03/05 : CIA-RDP82-00457R005800140008-9 


Approved For Release 2001/03/05 : CIA-RDP82-00457R005800140008-9 


DECRT=CCKTROL/US Ger TOLals UNLY 
25X1A 
CENTRAL INTELLIGENCE AGENCY 


is sufficient space bota west and south of the old 
factory for the construction of such 4 comparatively sinalt 
installation. For the location of tue aniline factory, 
see Annex 4, 

(4) For sketches of tne piant and its Loc:tion, sce Annexes 5 
and 6, Tae main objects in tuese sxetches coupare fuvor= 
ably with an aerial photograph taxen on 2¢ August +943. 


(5) wor sketch see Annex 7. 


“25X1A a «==. Believed to be information which has been 
25X1A paraphrased from 
25X1A% Comments This information is a recapitulation of data 
25X1A *epor 
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Leend to Annex 1 hiev Fenicillin Factory 


1. New boiler nouse, 60 x 50 meters, equipped witn three 
steam boilers to withstand twelve at:.os,heres, fueled 
br naturel vas. Next to it is a 40-meter metal smoke- 
stack, 

2, Annex building with compressors and a cooling instal- 
lation, «ext to it « small station reyulating the 
eas supply to the boiler house. 


3, Room with four centrifuges, and six Large and two 
small bLanks, 


h. Room with six vertical tanks of Geman origin, 6 meters 
hic, 3 meters in diexeter, They go throush \o the 
upper floo, and withstand twelve ati.osrheres, The 
tan:s are orovided with a stirring device. 


5, Six smaller vertical tanks, also witn stirring devices, 
ext to them are air filters. 


6, ‘Two German and three -merican compressors are on tae 
ground floor, ‘The upper floor was not yet set up ab 
the time of observation. 

7, Long, room with devices for filling ampoules. 

& Room with two pumps and refrigerators. 

5, An installation consisting of three American air fil 
ters occupying the basexent, ground floor, and upper 
floor. 

10, Offices. 

12, Open yard. 

12, Administration building <0 x E€ x 10 meters, 
13. vGovered passage way. 

14. Storenouse. 

15. food depot. 


16, Adfacent residential and factury section. 
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Le;end to Annex 2 Minsk teniciliin factory. 


four-story factory buitding, in operation, 60x25 
meters, surrounded by a barbed-wire Lence, strict- 
iy guarded, 

Gonnlete Lactory building, three-story structure, 70x25 
aeters, It was seneduled to be in operation in July 
1945. “or its installation see Aniuex 3. 


New boller nsuse, <5 x 25 x 10 seters, in rough 
bricxwork ii aorkl 1945. 


Old bolier -ouse, «<O x 1G x 12 weters, Used as living 
quarters aud olfice, 


O13 retal sioxestack, 


wain oulidins in rough brickwdrs, It was to be com 
pleted by 195u 


smnercency power station and stean generation, L5x& 
meters, Corntaining a Borsig tractio: | sngine. 


8rickwork smokestack 
Residentia, buildings, 
wmall guard uouse, 


“atcntowers , 
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Leend to Annex 3 


Minsk Penicillin factory, Sketeh of tue factory building 
indicated in para 2 of Annex 2, 


I, Ground floor, 
Le Laborstortes 
ha utairceses 


3. Ferzentaution tanis, 6 meters higa an. 2.0 weters 
in div.eler, made of polished steel with buiit- 
in stirrers, Tney rise into the upper floor, 


Sa, Vertiecl section of two fersentation tanks, At 
she toj. 9acn tana has an opening for Pilling, and 
is provided wita a 4&4 to 6 Hi engine. 


he [wo cownressors, manufsctured by tae Koeln- 
Deutz rlant, 3x 1x 1 xeters, connected with 
the ferrsentation tanas by pire lines. 


5. o%ryinre roon, 2x1.5 x 2 neters, Lined with 5 
mn snect iron, electrically neated at 5,000 watts} 
three 40~an wide conveyor ovelts run inside tae 
POO « 


56, Two tanks 1.5 meter nigh, 3 meters in diameter, 
Tncy are in a depression abcul cone ureter deepe 


7. voolin’ tanks, 3 x 3 x 3 meters, tney iv0ok Like 
normal refrigerators. 


€. Six iron stands wit, a number ol sressure banis. 
Tne stands are 1.5 meters high and nave a dase of 
60 x 60 a, The pressure tanks sre usde of 
a special ‘nerican alloy. ‘hey are 3& cia Loris, 
25 em in dianeter, and have Zsauzes wilen register 
us to elsnteen atuosphercs, 


Ge Two conpressors flanking tue stands and ,ressure tans 
indicated in tue srevious saragrapn, Tney are cone 
neeted vith these tanks b. pipss. Sine Bx lxl 
nebers, ALL tanis and pipes aentioned in caras 
€ and Y are made of a speciai steel, ihe pipe 
lines are marked with tuc letters UGktA, the work - 
ing siatfors in tis aepartinent are marked with 
BAITISi STsasb. 


Tue section with the numbers 10 throush 13 is 
desiynated tne chemical department. 
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10, Five eartnenware basins of 5=em thickness, 1.2 .eters 
high and one .eter in dianeter. saci basia has a dipping 
device made of aluxinum which is operated by nand by 
means of liftingfevice fastened to tre ceiling. 

ll. Cooling installation, It consists of a norizontal 
boiler. Two meters long and 1.2 meters in dianeter, 
made of sheet iron. No additional details are avaii-~ 
abe. 


12, Tied dryi:s room, 4 x 3 x 3.5 meters, furnished witn 
wooden sheives, The door closes airtight. 


13. Cooling room, 6x 3 x 3.5 meters, tiled, containing 
four iron tables of 1.€ x 0.€ meters, covered with 
thick plas: plates, 

II. Upper floor. 


1. Laboratory. 


2, Staircases. 


3. Fermentation tanks rising from tie vround floor. 


4 four cixing tanas, €O om high, one meter in dianeter, 
equipped with stirrers like tie Tementation tanxe. 


5, Autoclave siade of cast steei, tested to 250 atmuos- 
pheres according to tne test plaque; four wieters uigh, 
three seters in dinnacter, 

6, Lipnt aluainwa tanxs, piaced on aiiron platform oae 
meter hign, They are l.2 meters nich, tvo maetersia 
dianeter, snd coviriected by vipes. 

7. Seven amall pressure tans. 

&. vossible storaze room, 

9. vressing room for workers. 


10. sathroon, 


11, Toilets. 
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veend to Annex 6 25X1A 
Fenicillin vactory in Moscow-Nizhniye kotly. 
wooden administration building, 


1 
2 “uard house 


A 


« factory building, two stories high 
a, secret rooms, set up by Soviets only 
b, Tied workshop with four tanks six meters 
in diameter, connected by complicated pipe 
systens. 
c, Sane as para b, 
ho A larve room on tne ground Lloor with eight 
tanxs of tue same dimension as tuose mentioned in 
gara b, viaced in two groups of four each, On tne 
upper floor are three separated rooms; in each 
are groups of five tanks eacn, about four meters 
hign and 1.5 meters in diameter, 411 tan.s are 
connected by pipes. 
5, wWepot and ii Canp. 


6. Garaze and repair shop, and ,ossiloly a transformer 
station, 


7. Boiler nouse with three steam Porleree aiso used 
as fore and carnentry shop. 


E. storehouse. 


9. Residential buiidings. 
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“esend te Annex 7, 

tiga Senieillin Factory. 

1. ump station, 

4, Well shalt, eight meters deep, 

3. Power station, two-story senicuie: 


Ae ‘ump station with two German >iston owaps whieh are 
two meters .ong. Connected with tie tans«s in vara 
& 


ed 


eurk 


4o Iwo uncerground tanks of 29000 liters capacity each. 
The tans are runored to be filled witn ether 
or acetone, 


6& Old factory building,threc-story structure. 
asenents Compressor station, 
“round floor: Four or five tanks of E,OU0 liters 
Capacity cach, placed on 1.5—meter hign frames, 
The tanxs ro through to tie second floor, Second 
floor end third floor : laboratories and 
some sinall boiler instaletions, 


ta, Flant section already in operation in mid-194e, 
it is provided with stirring asparatuses (boilers 
1, 5=neter high mounted with electric motors, with 
lids or. top, and pipe connections), 


6b, Heating station with a wetal and 4 bricn sous 
stacs, 

‘. hew fastory buildings, Faras 7a, Dy ¢ are two-slory 

structures, 7d is a three-story structure, 


(a. trovided witn metal basins, each 4 x 2x 1.4 meters, 


7D. 4rovided witn two iarge ventilators, Fipes are son 
tne wall for cooling purposes, 


iC, wame as 7b, 

7d. Not used ab tine of observation, On tue uoper 
floor are stirrers with 200 to 200-liter boilers, 
as well 1s eight boilers of L,00U liters ench, 
and five centriluges, 


E. New four-story boiler rouse wiln a tiree-neter metal 
smokestaca. lwo brickwork furnaces were planued, 


% hesidential building. 
LO, “ntrance ates, 


SLORET-CGNTACL/US Crt iCTALs CoLY 


ee i eee 


Approved For Release 2001/03/05 : CIA-RDP82-00457R005800140008-9 


